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K-15—ST. FIDELIS CHURCH, 
VICTORIA, KANSAS 
Each parishioner was assessed $45.00 and six 
loads of stone to build this Romanesque Church. = PLACE 
Commonly known as ‘the Cathedral of the 2 STAMP 
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